To:  Phillips,  Pam[phillips. pam@epa.gov];  McDonald,  James[McDonaid. James@epa.gov];  Hill, 

Troy[Hill. Troy@epa.gov] 

Cc:  Ferguson,  Ralph[Ferguson. Ralph@epa.gov] 

From:  Milbeck,  Regina 

Sent:  Tue  8/18/2015  7:39:47  PM 

Subject:  RE:  Gold  King  Mine  - Situation  Report  for  August  18,  2015 


Yes,  please.  Thanks. 


Missy  Milbeck,  Comptroller 

U.S.  Environmental  Protection  Agency 

Region  6 - Dallas,  TX 

Phone:  214-665-6540 

Cell:  214-789-2701 

milbeck. reaina@epa. gov 

Office  o:fthe  Regional  Comptroller 


From:  Phillips,  Pam 

Sent:  Tuesday,  August  18,  2015  2:38  PM 

To:  McDonald,  James;  Hill,  Troy;  Milbeck,  Regina 

Subject:  FW:  Gold  King  Mine  - Situation  Report  for  August  18,  2015 


Do  you  want  to  start  getting  the  sitreps  with  the  estimated  costs,  including  payroll? 


From:  Knabel,  Jessica 

Sent:  Tuesday,  August  18,  2015  11:10  AM 

To:  Curry,  Ron;  Coleman,  Sam;  Gray,  David;  Edlund,  Carl 
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Cc:  Phillips,  Pam;  Taheri,  Diane;  Ruiz,  Thomas;  Garcia,  David;  Crossland,  Ronnie;  Webster, 
Susan;  Petersen,  Chris;  Martin,  John;  Foster,  Althea;  Moore,  Gary;  Lloyd,  Lisa;  Mason,  Steve; 
Restivo,  Angela;  Acevedo,  Janie;  Ruhl,  Christopher;  Allen,  HarryL;  Guria,  Peter;  Loesel, 
Matthew;  Delgado,  Paige;  Eoc,  Epahq;  FEMA-R6-Watch;  Enders,  Jhana;  Hayes,  Mark;  Bernier, 
Roberto;  Rinehart,  Jon;  Larry . Rader@mecx .net:  james.p.litzinger@uscg.mil:  Smith,  Monica 
Subject:  Gold  King  Mine  - Situation  Report  for  August  18,  2015 


Jessica  Knabel 
214-665-2295 
Superfund  Division,  SF-VI 
U.S.  EPA  Region  6 
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